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Chapter 1 by Andrew Godfrey 

The pain was immediate anyone would have let out a scream of pain. But not Eden he was a 
arrow, a highly trained black ops. Eden quickly looked around he was alone. Then he saw a light 
at the corner of the room. soon the prison cell was light up. he could see the door clearly. Then 


some one came through the door. The man had pure blue eyes. He said his name was Aaron, but 


Eden didn't believe him. Aaron said to Eden "We need to get out of here now. 


As soon as they walked through the door Eden heard a gun shot. Eden immediately ducked, but 
soon realized Aaron wasn't so lucky. Aaron was dead, shot by a sniper gun. Eden soon realized 


that he wasn't just ina prison He was In a prison tower. 
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